Crown bar 8000 puffs 


CROWN BAR 8000 PUFFS: 


With the Crown Bar 8000 Puffs, a disposable vape pen, enthusiasts and beginners alike are 
guaranteed an unmatched vaping experience.The well-known Al Fakher Shisha Company 
makes the upscale disposable vape Crown Bar 8000. 


All features in one: 


With its sizeable 600mAh battery, you can expect a lengthy vaping session. Crown Bar boasts 
a massive 18ml e-liquid capacity, suitable for 8,000 puffs. This cutting-edge disposable 
vaporizer boasts a USB Type-C charging connector that allows for hassle-free rapid charging 
anytime. Every Al Fakher vaporizer offers a smooth blend of history and contemporary 
tastes, bringing their signature flavours to life in a stylish, portable, and smokeless package. 


Features of crown bar 8000 puffs: 


Puffs: long lasting 8000 

Nicotine concentration: 5mg/ml 
Direct To Lung (DTL) 

E-liquid Capacity: 18ml 

Coil Resistance: 0.60 (Mesh Coil) 
Battery Capacity:600mAh (Type-C) 


Long-lasting battery: 


With its robust 600mAh internal battery and accessible Type-C charging connector, the 
Crown Bar ensures your vaping sessions don’t end. The pain of constantly recharging your 
device is over because it has been designed for long-lasting use. 


Resistance and mesh coil: 


Combined with its mesh coil and 0.60 resistance, the Crown Bar offers a Direct-to-Lung 
(DTL) experience evocative of smoking shisha in the old fashion while producing massive 
clouds and unmatched flavour. 


Flavours of crown bar 8000 puffs: 


A vast selection of delicious e-liquids from Crown Bar 8000 Puffs are waiting to entice your 
taste buds. Say goodbye to simple, everyday flavours and explore novel, intriguing ones 
instead. Vapers’ sweet desire is satiated with an abundance of tasty blends, including 
blueberry menthol and sweet creamy dessert-inspired flavours. These taste categories have 
the most ridiculous variety; they are all so enticing that you must try them all. 

e BLACKCURRANT ICE 
BLUE RAZZ LEMONADE 
CHERRY RASPBERRY 
Lemon Mint 
Lush Ice 


Peach Ice 

Two Apple 

Berry Ice 

Berry Mint 
blueberry bubblegum 
Grape mint 

Gum Flavor 

Gum Mint 

Lucid Dream 
Magic Love 

Mango Freez 
Simply Mint 
Strawberry Punch 
Sweet Passionfruit 
White Flash 


Q1:What is the lifespan of the Crown Bar Al Fahker Puffs? 


As the name suggests, The intended puffs of the Crown Bar is about 8000 puffs. 
Q2: Does the Crown Bar Al Fahker 8000 Puffs have a rechargeable 


battery? 


It is true that the Crown Bar Al Fahker 8000 Puffs is a disposable vape that recharges using a 
type-C connector. 


